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SUBJECT: IAEA ADVISORY GROUP ON MANAGEMENT OF RADIOACTIVE 
WASTES AT NUCLEAR POWER PLANTS 

REF: STATE 27267 

1. CATLIN OF AGENCY STAFF APPRECIATES RESPONSE REFTEL RE 
PROBLEM IN HAVING ADVISORY GROUP ON ENVIRONMENTAL IMPACT 
OF NUCLEAR POWER INDUSTRY IN US LATER THIS YEAR. CATLIN 
NOTES THAT AGENCY HAS DECIDED IN ANY EVENT TO DEFER THIS 
MEETING. 

2. CATLIN INQUIRES INFORMALLY WHETHER US MIGHT BE INTER- 
ESTED IN OFFERING INSTEAD TO HOST SUBJECT ADVISORY GROUP, 
WHICH WILL BE CONVENED ESSENTIALLY TO REWRITE SAFETY SERIES 
NUMBER 28 INTO FORM OF CODE OF PRACTICE PLUS TECHNICAL 
ADDENDUM ON SUBJECT. IF THERE IS INTEREST IN HAVING SUBJECT 
MEETING IN US, BELIEVE US SHARE OF COSTS WOULD BE MINIMIZED 
BY ARRANGING FOR MEETING TO BE HELD IMMEDIATELY PRIOR 

TO, IN BETWEEN, OR AFTER OTHER AGENCY MEETINGS TO BE HELD 
IN US IN NOVEMBER. ADVISE. PORTER 
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